Brief comment text:

As a Ham Radio operator and an electronics hobbyist, I am opposed to the possible re-allocation of portions the 900 MHz band to Backup GPS.  Meshtastic very specifically uses this band and I currently have five radios that I am configuring and setting up for family use.

Meshtastic is ultra-low power as it is, and any changes to the band plan could drastically limit or end their usefullness.
